Declassified in Part - Sanitized Copy Approved for Release 2012/02/14 : CIA-RDP78-03172A000300020113-3 



OPTICAL BRANCH 
PROJECT BASIC DATA SHEET 




1. Project ISo. & Title; 


P-125D, 35mm Time Lapse Camera 


2. General Field; Automatic Surveillance 


3. Project Engineer: ^ 
k. Requestor; tss/abd 


5. Date of Request: 1 6 Nov 1955 


5 . Purpose; to photograph automatically (unattended) over a sax variable 
range of time, ranging from 20 minutes to 200 hours. 


6. Requir&^enta/ Specifications (attached); 

7* Contractor: 

8. Date of Contract: 7 May 1956 9. Amount; $71,213 

10. Proposals Received (attached); 

11. Significant Changes; 

\ 

Contract completion date 
6 Febnnary 1957 
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